MIB 

Aluminium-Pedal, schwarz /silbereloxiert 
Achse: Boron Achse 9/16” 
Lager: Kugellager 

Gewicht: 320 g / Paar 


Mit deutschem Prüfzeichen 


#260 44101 VE=50 Paar 


MIB / BMX 


Aluminium-Pedal, schwarz mit Reflektor 
mit auswechselbaren Schraubpins, 
Achse: Cr-Mo 9/16” 
Industrielager, Gewicht 360 g / Paar 
Mit deutschem Prüfzeichen 


#260 44200 VE =50 Paar 


City/Trekking Pedale CNC 
Aliminium geschmiedet, Pins auswechsebar 
Lager: Industrielager, gedichtet 


Größe: 98,6 x 74 x 20,8 mm 


#260 21500 VE = 10/50 Paar 


City/Komfort-Pedale DU 


Gehäuse: Aluminium, Kraton-Auflage 
Achse: Cr-Mo 

Lager: DU, dedichtet 

Größe: 108 x 82 x 28 mm 


Mit deutschem Prüfzeichen 


#260 21100 VE= 10/50 Paar 


City/Komfort-Pedale 

Gehäuse: Alu, einteilig, Kraton-Auflage 
Achse: Cr-Mo 

Lager: Kugellager 

Größe: 106,3 x 81,8 mm 

Gewicht: 538 g / Paar 


Mit deutschem Prüfzeichen 


#260 09700 VE= 10/50 Paar 


MTB-Pedale 

Gehäuse: Kunststoff 

Käfig: Aluminium 

Achse: Cr-Mo 

Lager: Kugellager 

Größe: 107 x 72,3 x 33,5 mm 
Gewicht: 343 g / Paar 


Mit deutschem Prüfzeichen 


#260 08800 VE= 10/50 Paar 
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MIB 

Aluminium pedal, black/silver, anodised black, 
Shaft: Boron shaft 9/16“ 

Bearing: ball bearing 

Weight: 320 g / pairs 


With German homologation 


# 260 441 01 Unit = 50 pairs 


MTB / BMX 


Aluminium pedal, black with reflector 
with changeable pins 

Shaft: Cr-Mo 9/16“ 
industrial bearing Weight 320 q / pairs 
With German homologation 


#260 442 00 Unit = 50 pairs 


City/Trekking Pedale CNC 
alu forged Pins replaceable 
Bearing: industrial bearing, sealed 


Size: 98,6 x 74 x 20,8 mm 


#260 21500 Unit = 10/50 pairs 


City/Comfort-Pedal DU 


Body: alu, Kraton top 
Spindle: Cr-Mo 

Bearing: DU, sealed 

Size: 108 x 82 x 28 mm 


With German homologation 


#260 21100 Unit = 10/50 pairs 


City/Comfort-Pedal 


Body: alu, one-piece, Kraton top 
Spindle: Cr-Mo 

Bearing: ball bearing 

Size: 106.3 x 81.8 mm 

Weight: 538 g / pair 


With German homologation 


#260 09700 Unit = 10/50 pairs 


MTB-Pedal 

Body: plastic 

Cage: aluminium 

Spindle: Cr-Mo 

Bearing: ball bearing 

Size: 107 x 72.3 x 33.5 mm 
Weight: 343 g / pair 


With German homologation 


#260 08800 Unit = 10/50 pairs 
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